AMENDMENT NO. 2 JULY 2020 


TO 


IS 6529 : 1996 STAINLESS STEEL BLOOMS, BILLETS 
AND SLABS FOR FORGINGS — SPECIFICATION 


(Page 1, Clause 2) — Substitute the following for the existing clause: 


‘2 REFERENCES 


The following Indian Standards contain provisions, which through reference in 
text, constitute provisions of this standard. At the time of publication the editions 
indicated were valid. All standards are subjected to revision, and parties to 
agreements based on this standard are encourage to investigate the possibility of 
applying the most recent editions of the standards indicated below: 


IS No. 

228 (in all part) 
1500 (Part 1) : 2019/ 
ISO 6506-1 : 2014 
1762 (Part 1) : 1974 


1956 (Part 3) : 2019 


2049 : 1978 
3739 : 1987 


8910 : 2010/ 
ISO 404 : 1992 


Title 
Methods for chemical analysis of steels 


Metallic materials — Brinell hardness test: Part 1 Test 
method (fifth revision) 

Code for designation of steels: Part | Based on letter 
symbols (first revision) 

Glossary of terms relating to iron, and steel: Part 3 
Long products (including bars, rods sections and 
wires) (second revision) 

Colour code for the identification of wrought steels for 
General engineering purpose (first revision) 
Dimensional tolerances for carbon and_ alloy 
constructional Steel (first revision) 


General technical delivery requirements for steel and 
steel products (first revision) 


IS No. Title 


10461 (Part 1): 1994 Resistance to inter-granular corrosion of austenitic 
stainless steels-method for determination: Part 1 
Corrosion test in nitric acid medium by measurement 
of loss in mass (huey test) (first revision) 


10461 (Part 2): 1994 Resistance to intergranular corrosion of austenitic 
stainless steels — Method for determination: 
Part 2 Corrosion test in a sulphuric acid copper 
sulphate medium in the presence of copper turnings 
(Monypenny Strauss test) (first revision)’ 


[Page 1, clause 3, line 2] — Substitute ‘IS 1956 (Part 3)’ for ‘IS 1956 
(Part 3) : 1975’. 


[Page 1, clause 4, line 3] — Substitute ‘IS 8910’ for ‘IS 8910 : 1978’. 


[Page 3, clause 9.2, line 2] — Substitute ‘IS 1500 (Part 1)’ for ‘IS 1500 : 
1983’. 


[Page 3, clause 10.1, line 2] — Substitute ‘IS 3739’ for ‘IS 3739 : 1987’. 


[Page 4, clause 13.1, line 3, 4] — Substitute ‘IS 10461 (Part 1) and 
IS 10461 (Part 2)’ for ‘IS 10461 (Part 1) : 1994 and IS 10461 (Part 2) : 1994’. 


[Page 4, clause 14.2, line 2] — Substitute ‘IS 2049’ for ‘IS 2049 : 1978’. 


[Page 4, clause 14.3.1] — Substitute the following for the existing clause: 


‘14.3.1 The product (s) conforming to the requirements of this standard may 
be certified as per the conformity assessment schemes under the provisions of 
the Bureau of Indian Standards Act, 2016 and the rules and Regulations framed 
thereunder, and the products may be marked with the Standard Mark.’ 
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